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WHO KILLED £ 
NBYKESHf? ES* 

Sen. Robert F. Kennedy on 
June- 5, 1968, was not 
fired by Sirhan B. Sirhan. 

So claim Herbert L. 
MacDonnell, a criminolo- 
gist' of Coming, H.Y. , and 
Dr. John E. Holloway, a 
ballistics expert from 
Davis, Cal. 

At a recent seminar in 
forensic medicine at Colby 
College, Waterville, Me., 
both authorities declared 
that the bullet which 
killed Kennedy did not 
originate in Sirhan’ s gun, 
a claim made by many other 
students of the crime, 
which has led to a fresh 
investigation of the as- 
sassination in Los 
Angeles. 

" The American Academy of 
Forensic Sciences points 
to' the ’’gross difference" 
in the bullets which were 
taken from Senator Kennedy 
who was shot in the head 
at almost the same time 
William Weisel was shot 
in the stomach. 

MacDonnell compared the 
two bullets through a Bal- 
lisean camera' and reports 
a marked difference in the 



